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Panaj, 22nd January , 1998 (Magha 2 , 1919 ) 


SERIES I No. 43 


OFFICIAL GAZETTE 


GOVERNMENT OF GOA 


.:.::*******TCTRO-107,77 


EXTRAORDINARY 

No. 2 


GOVERNMENT OF GOA 


(e) Under (B ) High Tension Supply in item 13 , HT PWI 

Public Water Supply & Sewage at Note (@ ) and (6 ) 
second line in place of the word " factor the words 
" pumping station and Plant" shall be substituted . 


Department of Power 


Office of the Chief Electrical Engineer 


By order and in the name of the Governor of Goa . 


Corrigendum 


T. Nagarajan , Chief Electrical Engineer Ex -Officio Addi 
tional Secretary. 


Govt. Notification No. 120 / 2 /CEE / TECH / 3627 dated 
23-12-1997 . 


Panaji, 21st January, 1998 . 


Corrigendum Notification No. 120 /2 /CEE / TECH / 3969 
dated 21-1-1998. 


Corrigendum 


In the schedule appended to the Principal Notification under 
( A ) Low Tension Supply : 


Govt. Notification No. 120 /2 /CEE / TECH / 2694 dated 
15-10-1997 . 


(a ) For item 1 (a ) under minimum charges , at the end of the 

second line the figure " 500 " shall be substituted in 
place of “ 1500.” 


Corrigendum Notification No. 120 /2 /CEE / TECH / 3970 dated 
21-1-1998 , 


In the schedule appended to the amended Notification , 


(6 ) For item 6 in place of “ Tariff LPT/Public Water " the 

words " LTP /Public Water" shall be substituted . Under 
the above item in Note (ii) in the third line the word 
" capacities“ shall be substituted by the word " Capaci 
tors. " 


i) Under (a ) immediately after the figure and word 1,5 

MVA the following words and above whose industries 
work on all the three shifts ." shall be added , 


(c ) Under (B ) High Tension Supply in item 8 , Tariff HTU 

/Industrial -- in the second line in place of the figure 
and word " 1000 KV ” the figure and word " 100 KVA " 
shall be substituted . 


ii ) In the Notification for the word TDD the word “ TOD " 

shall be substituted . 


By.order and in the name of the Governor of Goa . 


(d) Under (B ) High Tension Supply in item 12 , HTI(C ) 

Andustrial cement under the note ( a ) second line in 
place of the word " EHTI" the word “ HTI (C )” shall be 
substituted . 


T. Nagarajan , Chief Electrical Engineer Ex -Officio Addi 
tional Secretary 


Panaji , 21st January, 1998 . 
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